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PART III 

Stores Purchase 


Health Services Department 

TENDER NOTICE 

No. S4/489/2013. 12th February 2013. 

Sealed tenders in the prescribed forms are invited 
for the supply of the following itmes to Medical College 
Hospital, Kozhikode. 

Name of item—MRI Film folder (large size 17"x 14") 
laminated. 

Quantity—5000. 

E.M.D.—1%. 

Superscription tender number should be specifically 
noted as—S4/489/2013. 

Price of tender (in duplicate) ST (Cash only/Money 
order)—' 450. 


Date and time of close of sale of tender form— 
19-3-2013 at 3 p. m. 

Date and time for receipt of tender—20-3-2013, 
5 p. m. 

Date and time for opening of tender—21-3-2013, 
12 Noon. 

Date upto which rates are to be firms—30-6-2013. 

Address of Officer from whom tender forms are to 
be obtained and whom tenders are to be sent—The 
Superintendent, Medical College Hospital, Calicut-8. 










<s<ft>oipl(8cefflos aacLulcoaraS csAoegel car^aa^LtwIcDilGejcoa 
<mos>9 njo (OJjcrDcu cultroosmo anjcgj cm (mien cnlcm/lcm 
cBanoorarailraS cru°l«s8 anjcra®) as6neo2<ft>a3 <Mdsm 1 ^j 2 ff)ca.oggjcmj. 

gDcnciilcufflo—ci^o.rarajcS. s>r i®. arileilo enOocdcuxS (eiocSss 
aacrocrd 17 " x 14 " ejoalcscno Qnjcr»«5xm)-50oo a®mo. 

6)S6TB(3 C3T3C!QM!ffic86)J(m <ft> (U Ol (D J 2) J eft. gl C03 0)011(3- 

a®CTU4/489/l3 n3)CrT> CU^cOO) 120 <32)1 cft)06ml^|1(3l(SceS)6neci5)06rD. 

aol(Dcrot.f3cuio —1 %. 

as6n§c3 csoDOORSTmlfflag culei (so<£bcru (3res<eao)—' 450 . 

6)S6nec3 Sacooo ajlKsSceajcm rarecucroocn cmlcoxTOlccsjo 
cruaerscujo— 19 - 3 - 2013 , 3 26 ml. 

6)S6nec3 <ft>1(B§sng rarecucruocn (mlcmarflcmjo croacQKUjo— 

20-3-2013, 5 260)1. 

as6n§(5 (Mjocoajcm (mlcmsnlcmjo cromccDajjo— 21 - 3 - 2013 , 

giJQCSoOO 12 260)1. 

as6neol«53 ruocmjcm crilacOffljofcc^ L^omj&ynrOTleilralcBceaeog 
cfflonjcroocn (m1oc»«5)l— 30 - 6 - 2013 . 

as60gc3 GtiDooo <a>l§jcmo)jo njjolajlJ cars wwg< as> 
aneanjmocD) eacoSculejocroo—crojin-isoe, ameuilcoaraS eca>oegss 
cma)Cf8jnj(.cml, eca>o<p1c?tsaos. 


Medical College Hospital, 
Kozhikode-8. 


(Sd.) 

Superintendent. 



